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SUBJECT: US EQUIPMENT GRANTS TO IAEA EOR 1973 - MONACO LAB 
REF: IAEA VIENNA 1618 

1. BEASLEY, MONACO LAB DIRECTOR, HAS SUGGESTED TWO ADDITIONAL 
ITEMS WHICH VARIAN REP IN PARIS NOW PEELS SHOULD BE IN- 
STALLED AT PACTORY BEFORE GAS CHROMATOGRAPHY SYSTEM DIS- 
CUSSED REFTEL IS SHIPPED, IP THIS STILL POSSIBLE. 

2. ITEMS REQUESTED ARE TWO (2) CARRIER GAS PLOW CONTROLLER 
KITS, PART NUMBER 96-00000-300; TOTAL PRICE BOTH ITEMS $230. 

VARIAN PARIS ADVISED BEASLEY THAT INSTRUMENT NORMALLY COMES 
WITH POUR SUCH CONTROLLERS, BUT THAT PROPER USE OF ALKALI 
FLAME IONIZATION DETECTOR REQUIRES THE ADDITIONAL TWO. 

3. IN VIEW FINANCIAL SITUATION MONACO LAB REGULAR BUDGET, 
MISSION STRONGLY RECOMMENDS THAT $230 FOR ABOVE ITEMS BE 
ADDED TO COST OF US GRANT. REQUEST CONFIRMATION. 

4. ADVISE SOONEST WHETHER THIS MODIFICATION STILL POSSIBLE 
PRIOR TO SHIPMENT OF EQUIPMENT FROM VARIAN FACTORY. 

LABOWITZ 
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